DOCKETED ITEMS       87

9004240393 NRC Info Notice 90-029, "Cracking of Cladding & Heat-Affected Zone in
Base Metal of Reactor Vessel Head." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/30.
Consolidated Edison Co. of New York, Inc. 97pp. 53601:328-53602:067.

9004250159 NRC Info Notice 90-030, "Ultrasonic Insp Techniques for Dissimilar Metal
Welds." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/01.
Consolidated Edison Co. of New York, Inc. 98pp. 53663:084-53663:183.

9005070259 Forwards notice of violation & proposed imposition of civil penalty in
amount of $18,750,per Insp Repts 50-259/89-55, 50-260/89-55 & 50-296/89-55.Viola-
tion involves failure to perform adequate inventory.

CRUTCHFIELD.D. Associate Director for Special Projects (Post 890101-900602). 90/
05/02. KINGSLEY.O.D. Tennessee Valley Authority. 3pp. 53746:095-53746:101.

-9005070261 Notice of violation & proposed imposition of civil penalty in amount of
$18,750,based on failure to perform adequate physical inventories in 1987 & 1988 in
that inventory conducted in 1989 identified 26 discrepancies not detected.
CRUTCHFIELD.D. Associate Director for Special Projects (Post 890101-900602). 907
05/02. 4pp. 53746:098-53746:101.

9005160246 Forwards summary of 900411 meeting in Rockville.MD re restart schedule
& NRC master insp plan to support restart. List of attendees encl.
WILSON.B.A. Assistant Director for Inspection Programs. 90/05/02. Tennessee Valley
Authority. 37pp. 53836:224-53836:260.

9005030007 NRC Info Notice 90-032, "Surface Crack & Subsurface Indications in Weld
of Reactor Vessel Head." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/03.
Consolidated Edison Co. of New York, Inc. 100pp. 53753:104-53753:203.

9005170033 Ack receipt of 900425 Itr informing NRC of steps taken to correct violation
noted in Insp Repts 50-259/89-56, 50-260/89-56 & 50-296/89-56.lmplementation of
actions will be examined during future insps.

WILSON.B.A. Assistant Director for Inspection Programs. 90/05/03. KINGSLEY.O.D.
Tennessee Valley Authority. 3pp. 53855:294-53855:296.

9004260013 NRC Info Notice 90-031, "Update on Waste Form & High Integrity Contain-
er Topical Rept Review Status, Identification of Problems W/Cement Solidification &
Reporting of Waste Mishaps." Svc list encl.

BANGART.R.L Division of Low-Level Waste Management & Decommissioning (Post
870413). 90/05/04. Consolidated Edison Co. of New York, Inc. 101pp. 53753:001-
53753:103.

9005170003 Forwards Insp Repts 50-259/90-08,50-260/90-08 & 50-296/90-08 on
900316-0416 & notice of violation.

WILSON.B.A. Assistant Director for Inspection Programs. 90/05/04. KINGSLEY.O.D.
Tennessee Valley Authority. 4pp. 53856:319-53856:340.

-9005170004 Notice of violation from insp on 900316-0416.Violation noted:radiation
monitor 1-RM-90-132D inoperable & on 900404, two consecutive samples required by
Tech Specs missed.

WILSON.B.A. Assistant Director for Inspection Programs. 90/05/04. 2pp. 53856:323-
53856:324.

-9005170005 Insp Repts 50-259/90-08,50-260/90-08 & 50-296/90-08 on 900316-
0416.Violations noted.Major areas inspected:maint & surveillance
observations.operational safety verification, ROs & implementation of nuclear QA plan.
CARPENTER.D.R., PATTERSON,C.A. Region 2, Ofc of the Director. LITTLE.W.S. TVA
Projects Division (890101-900602). 90/05/03. 16pp. 53856:325-53856:340.

9005030120 NRC Info Notice 90-033, "Sources of Unexpected Occupational Radiation
Exposures at Spent Fuel Storage Pools." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/09.
Consolidated Edison Co. of New York, Inc. 103pp. 53742:100-53742:202.

9005140259 Provides info for NRC consideration re plant performance for current SALP
rept period of Jan 1989 - Mar 1990.Util believes corrective actions resulted in positive
individual changes & programmatic upgrades.

KINGSLEY.O.D. Tennessee Valley Authority. 90/05/09. Document Control Branch
(Document Control Desk). 23pp. 53821:104-53821:126.

9005040137 NRC Info Notice 90-034, "Response to False Siren Activations." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/10.
Consolidated Edison Co. of New York, Inc. 99pp. 53753:204-53753:302.

9005230311 Forwards Insp Repts 50-259/90-11,50-260/90-11 & 50-296/90-11 on
900416-18.No violations or deviations noted.

WILSON.B.A. Assistant Director for Inspection Programs. 90/05/11. KINGSLEY.O.D.
Tennessee Valley Authority. 4pp. 53920:308-53920:318.

-9005230312 Insp Repts 50-259/90-11,50-260/90-11 & 50-296/90-11 on 900416-
18.No violations or deviations noted.Major areas inspected:App R issues identified
during insp on 890501-05 & 0717-21.

HARRIS.J.R., CONLON.T. Region 2, Ofc of the Director. 90/05/08. 7pp. 53920:312-
53920:318.

9005240023 Responds to NRC 900417 Itr re violations noted in Insp Repts 50-259/90-
05,50-260/90-05 & 50-296/90-05.Corrective action: senior reactor operator assigned
to fire protection staff for day-to-day supervision of fire protection program.
MEDFORD.M.O. Tennessee Valley Authority. 90/05/18. Document Control Branch
(Document Control Desk). 6pp. 53908:104-53908:109.

9005180001 NRC Info Notice 90-036, "Apparent Falsification of State of CT Weight
Certificates." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/24.
Consolidated Edison Co. of New York, Inc. 99pp. 53928:001-53928:099.

9005180095 NRC Info Notice 90-037, "Sheared Pinion Gear-to-Shaft Keys in Limitorque
Motor Actuators." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/24.
Consolidated Edison Co. of New York, Inc. 103pp. 53903:278-53904:020.

R. Periodic operating reports & related correspondence

9005070279 "Annual Radiological Environ Operating Rept.Browns Ferry Nuclear Plant
1989."W/900501 Itr.
WALLACE,E.G. Tennessee Valley Authority. 89/12/31. 120pp. 53732:291-53733:050.

9005210010 "Annual Operating Rept for Browns Ferry Nuclear Plant for 1989." W/
900314 Itr.
RATLIFF.S.A. Tennessee Valley Authority. 89/12/31.118pp. 53881:244-53881:361.

9005020262 "ADEM Discharge Monitoring Rept for Mar 1990."
COOPER.C.R., BRELLENTHIN.J., SCHMIERBACH.M. Tennessee Valley Authority. 90/
03/31. 11pp. 53716:197-53716:207.

9005180091 Monthly operating repts for Apr 1990 for Browns Ferry Nuclear Plant.Units
1,2 &3.W/900515 Itr.

RATLIFF.S.A.. WALLACE.E.G. Tennessee Valley Authority. 90/04/30. 12pp.
53878:088-53878:099.

9005080251 Forwards corrected monthly operating repts for Jan-June 1989 & Aug 1989
- Jan 1990.Discrepancies involve cumulative unit svc factors & unit availability capac-
ity factors.

WALLACE.E.G. Tennessee Valley Authority. 90/05/02. Document Control Branch
(Document Control Desk). 2pp. 53785:150-53785:187.

-9005080254 Corrected operating data rept for Jan 1989 for Browns Ferry Units 1,2 &
RATLIFF.S.A. Tennessee Valley Authority. 89/01/31. 3pp. 53785:152-53785:154.

-9005080258 Corrected operating data rept for Feb 1989 for Browns Ferry Units 1,2 &
RATLIFF.S.A. Tennessee Valley Authority. 89/02/28. 3pp. 53785:155-53785:157.

-9005080260 Corrected operating data rept for Mar 1989 for Browns Ferry Units 1,2 &
RATLIFF.S.A. Tennessee Valley Authority. 89/03/31. 3pp. 53785:158-53785:160.

-9005080262 Corrected operating data rept for Apr 1989 for Browns Ferry Units 1,2 &
3.
RATLIFF.S.A. Tennessee Valley Authority. 89/04/30. 3pp. 53785:161-53785:163.

-9005080270 Corrected operating data rept fpr May 1989 for Browns Ferry Units 1,2 &
3.
RATLIFF.S.A. Tennessee Valley Authority. 89/05/31. 3pp. 53785:164-53785:166.

-9005080272 Corrected operating data rept for June 1989 for Browns Ferry Units 1,2 &
RATLIFF.S.A. Tennessee Valley Authority. 89/06/30. 3pp. 53785:167-53785:169,

-9005080275 Corrected operating data rept for Aug 1989 for Browns Ferry Units 1,2 &
3.
RATLIFF.S.A. Tennessee Valley Authority. 89/08/31. 3pp. 53785:170-53785:172.

-9005080281 Corrected operating data rept for Sept 1989 for Browns Ferry Units 1,2 &
3.
RATLIFF.S.A. Tennessee Valley Authority. 89/09/30. 3pp. 53785:173-53785:175.

-9005080283 Corrected operating data rept for Oct 1989 for Browns Ferry Units 1,2 &
3.
RATLIFF.S.A. Tennessee Valley Authority. 89/10/31. 3pp. 53785:176-53785:178.

-9005080286 Corrected operating data rept for Nov 1989 for Browns Ferry Units 1,2 &
RATLIFF.S.A. Tennessee Valley Authority. 89/11/30. 3pp. 53785:179-53785:181.

-9005080287 Corrected operating data rept for Dec 1989 for Browns Ferry Units 1,2 &
3.
RATLIFF.S.A. Tennessee Valley Authority. 89/12/31. 3pp. 53785:182-53785:184.

-9005080288 Corrected operating data rept for Jan 1990 for Browns Ferry Units 1,2 &
3.
RATLIFF.S.A. Tennessee Valley Authority. 90/01/31. 3pp. 53785:185-53785:187.

V. Operator Examinations

9004240420 Forwards matl to support reactor & senior operator licensing exams.per
NRC 900323 request.

WALLACE.E.G. Tennessee Valley Authority. 90/04/12. Document Control Branch
(Document Control Desk). 29pp. 53595:262-53595:290.

DOCKET 50-297 NORTH CAROLINA STATE UNIV. PULSTAR REACTOR

P. Operating license stage documents & correspondence

9004260085 Forwards request for add! info to continue review of application for renewal
submitted on 891218,including Ar-41 in restricted areas & fuel pin clad failure.info re-
quested within 90 days of Itr date.

ADAMS.A. Non-Power Reactors, Decommissioning & Environmental Proj. Dir.(891001-
900602). 90/04/18. MONTEITH,LK. North Carolina State Univ., Raleigh, NC. 5pp.
53626:291-53626:295.

DOCKET 50-298 COOPER NUCLEAR STATION

F. Security, medical, emergency & fire protection plans

9004270125 Forwards D Kwiatkowski 900315 Itr.transmitting FEMA rept for 891025 full-
participation exercise at plant Four deficiencies assessed against State of NE & four
deficiencies against State of MO.

COLLINS.SJ. Region 4, Ofc of the Director. 90/04/19. TREVORS.G.A. Nebraska
Public Power District. 3pp. 53652:020-53652:157.surements to assess intakes
